TOBACCO INSTITUTE TESTING LABORATORY 

5454 Wisconsin Avenue 
CHEVY CHASE, MARYLAND 200LS 


652 - 2 0 - 4-2 . . 

August 16, 1971 






Dr. William W.Bates 
Mr. Edward S. Harlow 
Dr. Ivor W. Hughes 
Dr. Murray Senkus 
Dr. Alexander W. Spears 
Dr. Helmut Wakeham 


Gentlemen: 


The nicotine values for six brands were 
printed incorrectly by the Federal Register. 

The brands and their correct values are: 


Domino 

DoraL 

Herbert Taryton 

Home Run 

Kent 

Peter Stuyvesant 


king size, filter menthol 1.3 


king size, filter 0.9 
king size, non-filter 1.8 
regular size, non-filter 1.3 
100 mm, filter menthol 1.1 
king size, filter 1.4 


With these corrections, the published values agree 
with Pillsbury's master list. Corrections are to be 
published in the Federal Register as soon as possible. 


Still to come is the more familiar and de¬ 
tailed FTC report. I will forward you a copy as soon 
as it is received. 


WLS/p s 

cd; Dr. W. B. Bennett, Jr. 

Senator Earle C. Clements 
Mr. Brooks George 
Mr. Thomas W. Holley 
Mr. Horace R. Kornegay 
Mr. Allan Topol 


Sincerely yours, 


l. 


William L. 


\ (Js' 

Steele 
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Source: https://www.industrydocuments.ucsf.edu/docs/ymlk0001 




